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TAGS: ESTC, COCOM, US, PL 

SUBJECT: US ELECTRIC MEASUREMENT INSTRUMENTS TO POLAND - IL 1529 
REF: COCOM DOC (73) 480 ( DEPT A-2083) 

1. UKDEL RESERVED HIS POSITION ON REF CASE APR 3 PENDING 
US REACTION TO FOLLOWING OBSERVATION. SINCE THESE 
INSTRUMENTS ARE DESIGNED FOR MANUAL OR PROGRAMMABLE 
TESTING OF SEMICONDUCTORS, UK AUTHORITIES WOULD HAVE 
THOUGH THAT IL 1355 APPLIES RATHER THAN IL 1529. THEY 
WOULD APPRECIATE US VIEWS. 

2. REQUEST INSTRUCTIONS FOR REPLY. 

3. GERMAN DEL, WHILE OFFERING NO OBJECTION, ASKED WHETHER 
UNITRA IS PROPERLY PART OF END- USER' S NAME ( PARA 2, LINE 1 
OF REFDOC). AFTER CHECKING OC DOC 4531, USDEL CONFIRMED 
THAT INSTRUMENTS ARE BEING IMPORTED BY UNITRA FOR ACCOUNT 
OF CEMI INSTYTUT TECHNOLOGII ELECTRONOWEJ AS END- USER. 

PLEASE ADVISE IF THIS IS INCORRECT. 

4. ALL OTHER DELS APPROVED. 

BROWN 
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